114     DOCKETED ITEMS

9106950177 Forwards Technical Review Rept AEOD/T91-05, "Setpoint Testing of Pres-
surizer Safety Valves w/Water-Filled Loop Seals" to be used to draft final suppl to
Info Notice 89-090 which will close out issue.

NOVAK.T.M. Division of Safety Programs (Post 870413). 91/05/29. ROSSI.C.E. Divi-
sion of Operational Events Assessment (Post 870411). 1p. 58008:148-58008:160.

-9106050186 AEOD Technical Review Rept AEOD/T91-05, "Setpoint Testing of Pres-
surizer Safety Valves w/Water-Rlted Loop Seals."

WEGNER.M. Office for Analysis & Evaluation of Operational Data, Director. 91/05/30.
10pp. 58008:151-58008:160.

9106060101 Forwards Insp Rept 50-395/91-06 on 910401-0520.No violations or devi-
ations noted.

VERRELLI.D.M. Region 2 (Post 820201). 91/05/30. SKOLDS.J.L. South Carolina
Electric & Gas Co. 2pp. 58008:329-58008:344.

-9106060105 Insp Rept 50-395/91-06 on  910401-0520.NO violations or deviations
noted.Major    areas    inspected:monthly    surveillance    observations.monthty    maint
observation.operational safety verification & onsite follow-up of written repts.
HAAG.R.C., CANTRELL.F.S. Region 2 (Post 820201). 91/05/30. 14pp. 58008:331-
58008:344.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, inc. 84pp. 58146:001-58146:087.

9106110073 Ack receipt of 910508 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-395/91-05 on 910412.

REYES.L.A. Region 2 (Post 820201). 91/05/31. SKOLDS.J.L South Carolina Electric
& Gas Co. 3pp. 57997:069-57997:071.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl,

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106180317 Suppis 910204 application for amend to License NPF-12, revising Tech
Spec to amend visual insp criteria of Surveillance Requirement 4.7.7 to include fasten-
ers for attachment of snubbers to components & anchorages.
SKOLDS.J.L South Carolina Electric & Gas Co. 91/06/11. Document Control Branch
(Document Control Desk). 4pp. 58178:328-58178:342.

-9106180320 Rev to Tech Spec 4.7.7,  "Snubbers Surveillance Requirements"  re
fastners for attachment of snubbers to components & anchorages.
* South Carolina Electric & Gas Co. 91/06/11. 11pp. 58178:332-58178:342.

R. Periodic operating reports & related correspondence

9106180414 Monthly operating rept for May 1991 for Summer Nuclear Station Unit 1.W/
910612 Itr.

HALTIWANGER.J., SKOLDS.J.L South Carolina Electric & Gas Co. 91/05/31. 5pp.
58171:183-58171:187.

9106260382 Forwards Technical Rept 91-1, "Seismic Activity Near VC Summer Nuclear
Station,Jan-Mar 1991."

QUINTON.M.D. South Carolina Electric & Gas Co. 91/06/21. Document Control
Branch (Document Control Desk). 1p. 58236:316-58236:334.

-9106260383 "Seismic Activity Near VC Summer Nuclear Station,Jan-Mar 1991."
TALWANI.P.   South   Carolina,   Univ.   of,   Columbia,   SC.   91-1.   91/06/21.   18pp.
58236:317-58236:334.

S. Reportable occurrences, LERs & related correspondence

9106100314 Special Rept SPR 910003:on 910429,electric-driven fire pump removed
from svc for 10.5 days as result of surveillance testing which indicated pump wear or
fouling.New pump installed.tested & declared operable on 910509.
SKOLDS.J.L South Carolina Electric & Gas Co. 91 /05/24. EBNETER.S.D. Region 2
(Post 820201). 1p. 58017:306-58017:306.
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F. Security, medical, emergency & fire protection plans

9105230105 Informs Commission of FEMA views re offsite EP for WNP-2 & Trojan Nu-
clear Power Plant.

TAYLOR.J.M. Ofc of the Executive Director for Operations. SECY-91-145. 91/05/16.
232pp. 57933:158-57934:029.

9106100477 Ack receipt of 890615,900404 & 910410 Itrs forwarding Revs 14,17 & 18
to physical security plan,respectively. Changes consistent w/provisions of
10CFR50.54(P) & acceptable for inclusion into plan.

REESE.J.H Region 5 (Post 820201). 91/05/30. SORENSEN.G.C. Washington Public
Power Supply System. 2pp. 58092:313-58092:314.

9106260195 Forwards FEMA 910524 memo transmitting results of FEMA observations
of offsite activities during State of WA emergency operations ctr off hours/unan-
nounced drill held on 910403.NO deficiencies noted.

REESE.J.H. Region 5 (Post 820201). 91/06/14. SORENSEN.G.C. Washington Public
Power Supply System. 2pp. 58238:195-58238:201.

-9106260197 Forwards final drill rept for 910403 State of WA emergency operations ctr
offhours/unannounced drilt.No deficiencies or areas requiring corrective actions noted.
KWIATKOWSKl,p. Federal Emergency Management Agency. 91/05/24. CONGEL.F.J.
Division of Radiation Protection & Emergency Preparedness (Post 870411). 1p.
58238:197-58238:197.

-9106260201 "Off-Hours/Unannounced Emergency Operations Ctr Drill Held on
910403."

*  Federal Emergency Management Agency. 91/05/31. 4pp. 58238:198-58238:201.

P. Operating license stage documents & correspondence

9106040093 Informs of reasonable assurance that structural integrity of piping will be
maintained & util may restart unit w/ identified crack & operate through cycle 7 until
next refueling outage.

ENG.P.L. Project Directorate V. 91/05/23. SORENSEN.G.C. Washington Public Power
Supply System. 3pp. 57902:058-57902:060.

9106100517 Forwards special rept per requirements of facility Tech Spec 3.3.7.2, "Seis-
mic Monitoring Instrumentation" which requires instruments to be operable at all
times.

BAKER.J.W.   Washington   Public   Power  Supply   System.   91/05/24.   MARTIN.J.B.
Region 5 (Post 820201). 3pp. 58051:220-58051:222.

9106070181 Forwards amend 92 to license NPF-21 & safety evaluation. Amend modi-
fies facility min critical power ratio safety limit & associated bases to reflect cycle spe-
cific safety analyses resulting from use of new reload methodology.
ENG.P.L. Project Directorate V. 91/06/03. SORENSEN.G.C. Washington Public Power
Supply System. 2pp. 57993:067-57993:080.

-9106070184 Amend 92 to license NPF-21 .modifying facility min critical power ratio
safety limit & associated bases to reflect cycle specific safety analyses resulting from
use of new reload methodology.
DYER.J.E. Project Directorate V. 91/06/03. 9pp. 57993:069-57993:076.

-9106070185 Safety evaluation supporting amend 92 to license NPF-21.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411).  91/06/03. 4pp.
57993:077-57993:080.

9106070175 Forwards amend 94 to license NPF-21 & safety evaluation. Amend re-
moves values for cycle specific parameter limits which change w/each core reload
from tech specs discussed in generic Itr 88-16.

ENG.P.L. Project Directorate V. 91/06/04. SORENSEN.G.C. Washington Public Power
Supply System. 2pp. 57935:287-57935:332.

-9106070180 Amend 94 to license NPF-21 .removing values for cycle specific parame-
ter limits which change w/each core reload from tech specs in generic Itr 88-16.
DYER.J.E. Project Directorate V. 91/06/04. 37pp. 57935:289-57935:325.

-9106070186 Safety evaluation supporting amend 94 to license NPF-21.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/06/04. 6pp.
57935:326-57935:332.

9106260013 Submits schedule for hardware changes to svc water sys to allow addition
of biological control agents.per Generic Ltr 89-13.

SORENSEN.G.C. Washington Public Power Supply System. 91/06/04. MARTIN.J.B.
Region 5 (Post 820201). 2pp. 58227:352-58227:353.

9106240263 Forwards Rev 0 to COLR 91-7, "WNP-2 Cycle 7 Core Operating Limits
Rept."

SORENSEN.G.C. Washington Public Power Supply System. 91/06/17. Document
Control Branch (Document Control Desk). 1p. 58220:114-58220:158.

-9106240264 Rev 0 to "WNP-2 Cycle 7 Core Operating Limits Rept."

*   Washington   Public  Power  Supply  System.   COLR  91-7  ROO.  91/06/30. 44pp.
58220:115-58220:158.

Q. Inspection reports, IE Bulletins & correspondence

9106040325 Forwards Requalification Exam Rept 50-397/OL-91-01 administered during
wks of 910225 through 910308. Insufficient training provided to operators in use of
EOPs.

MARTIN.J.B. Region 5 (Post 820201). 91/05/14. MAZUR.D.W. Washington Public
Power Supply System. 5pp. 57999:173-57999:210.

-9106040326 Requalification Exam Rept 50-397/OL-91-01 administered during wks of
910225 through 910308.Exam results:three of four crews failed dynamic simulator por-
tion of exam.Five of 17 operators failed individually.

SUNDSMO.T.B., MILLER,LF. Region 5 (Post 820201). 91/05/13. 39pp. 57999:178-
57999:210.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106040329 Forwards Insp Rept 50-397/91-10 on 910408-20 & notice of violation.
YUHAS.G.P. Region 5 (Post 820201). 91/05/15. SORENSEN.G.C. Washington Public
Power Supply System. 3pp. 57918:189-57918:206.

-9106040330 Notice of violation from insp on 910408-20.Violations noted: equipment
hatch not posted as high radiation area & shelf life of 10 GMR-1 canisters issued to
workers expired on 910331.

*  Region 5 (Post 820201). 91/05/15. 2pp. 57918:192-57918:193.

-9106040332 Insp Rept 50-397/91-01 on 910408-20. Violafons noted.Major areas
inspected:radiation control program including, occupational radiation exposure controls
& activities associated w/Outage R-6.

CHANEY.H.D., YUHAS.G.P.  Region 5 (Post 820201). 91/05/15. 13pp. 57918:194-
57918:206.

9106110205 Forwards Exam Rept 50-397/OL-91-02 administered on 910402- 05.
ZIMMERMAN,R,P. Region 5 (Post 820201). 91 /05/16. OXSEN.A.L. Washington Public
Power Supply System. 4pp. 58124:001-58124:096.

-9106110211 Exam rept 50-397/OL-91-02 on 910402-05.Exam results:all eight candi-
dates passed.

MEADOWSJ.R., MILLER.LF. Region 5 (Post 820201). 91/05/16. 190pp. 58124:004-
58124:096.

 91 /05/16. 8pp. 57996:303-57996:310.
